I Think You Will Love This Music Too - Montage #231 


“The Ordinary of the Mass /L’Ordinaire de la messe” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Claudio MONTEVERDI (1567-1643) 

Mass de Cappella/Messe de chapelle, based/apres N. 
Gombert ('In lllo Tempore'), SV205 

The Sixteen 

Harry Christophers, conducting/direction 

00:00 

Kyrie 


03:39 

Gloria 


09:26 

Credo 


19:32 

Sanctus & Benedictus 


23:30 

Agnus Dei (1 & II) 



Wolfgang Amadeus MOZART (1756-1791) 

Mass in C Major/messe en ut majeur, K.317 
(Coronation/Couronnement) 

Joana Llabres, soprano 
Marisa Roca, alto 
Antoni Aragon, tenor 
Enrique Martinez, bass(e) 

Studium Chamber Choir 
Orquestra de Cambra Ilia de Mallorca 
Barry Sargent, conducting/direction 

28:30 

Kyrie 


31:04 

Gloria 


35:21 

Credo 


41:25 

Sanctus & Benedictus 


46:09 

Agnus Dei 




Igor STRAVINSKY (1882-1971) 

Mass, for chorus and double wind quintet (Messe pour choeur 
et double quintette a vents, 1948) 

William Vacchiano & A. Staffer, Trumpet/trompette 
Allen Ostrander , G. Pulis & L. Haney, Trombone 
Mitchell Miller , Robert Bloom & W. Criss , 

Oboe/hautbois 

William Polisi & Bernard Garfield, Bassoon/basson 
New York Church of the Blessed Sacrament Choir 
(Warren Foley, chorus master/maitre des choeurs) 
Igor Stravinsky, conducting/direction 

51:37 

Kyrie 


54:51 

Gloria 


59:10 

Credo 


63:26 

Sanctus 


67:19 

Agnus Dei 



(Total - 71 :05) 



